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UNCLAS MANAMA 1084 

E.O. 11652: N/A 
TAGS : BEXP, BA 

SUBJECT : PROPOSED INCLUSION OF MOTOR VEHICLE 
MAINTENANCE CATALOGUE SHOW IN FY 1976 
TRADE PROMOTIONAL PROGRAM 

REF : STATE 221944 

THERE APPEARS TO BE LITTLE INTEREST AMONG LARGE (ON BAHRAINI 
SCALE) VEHICLE MAINTENANCE FIRMS IN SUBJECT CATALOGUE SHOW. 
SMALL-SCALE REPAIR SHOPS NOT ADEQUATELY STAFFED OR ORGANIZED 
OVER TIME TO TAKE ADVANTAGE OF THE CATALOGUE SHOW. EMBASSY 
THEREFORE DECLINES BEING INCLUDED IN PROPOSED SHOW. 
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